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(2) E Zed’* Muft ETlfV IT ETTefEr ET ETEtfTE EElft E f^uft 

T^'lfr E EEfTEcTE % f?ft( fafEET 3Y ] WE, 1994 TT Eg g>ft ^ EE% Fd*E 

(3) Tpwpft afEfe e e 1 %e — 

eETTeT—I 


EETf. fMitfV 4TT?ft 

ETTfftE WT E EEEfE 
faEtfT ETTlfr ift wr 
E> fafEEE 5T 

0) (2) 

(3) 

1 . ?nf??ET % fsrf^rE 

2.96 

2 . snr^ffTHi % «tet 

23,08 

3. % EETT 

23.20 

4. E4H!4i % EtET 

5.36 

5. 3;$ E14? 

20.42 

6. TE fjTTET 

18.67 

7. ®IE%e!e 

6.11 

8. gmtE^Erar: 

4.05 

9 . imfffPir % sRi t 

12.28 

1 O. ET^f El 4 

4.81 

11 . fd%E 

51.15 

12 . hOte%eTet 

4.42 

13 . % eet 

25. 06 

14, *TEEE Tm ?IEfwT % ETWT 

31.27 

15. FtHTTiE^ERTT 

21.27 
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«rn:a Trsnr^ : sramm 3 

sprasfl—-11 

S D 

w *r. fatrfl qerfi) 

*rrdhr 

too 

fafWT ST 

(0 ( 2 ) 

(3) 

1. % tpp 

101.46 

2 . inml tfVrr 

2.04 

3 . wnfr fcr 

32.22 
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MINISTRY OF FINANCE 
(Department of Revenue) 

CENTRAL BOARD OF EXCISE AND CUSTOMS 
NOTIFICATION 
No. 55/94-NT-Customs 
New Delhi, the 27 October, 1994 

S.O. 775(E).—In exercise of the powers conferred by sub-clause (1) of clause 
(a) of sub-section (3) of section 14 of the Customs Act, 1962 (52 of 1962) and in 
supersession of the notification of the Government of India in the Ministry of 
Finance (Department of Revenue) No. 48/94-NT-Customs [S.O. 710(E)] dated 
the 27th September, 1994, the Central Government hereby determines for the 
purposes of said section, insofar as these relate to export goeds, that the rate of 
exchange of conversion of each of the foreign currency specified in column (2) of 
Schedule I and Schedule II appended hereto into Indian currency or vice-versa 
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shall, with effoctfromthe 1st day of November, 1994 be the rate mentioned against 
it in the corresponding entry in column (3) thereof. 

SCHEDULE I 

S. 

No. 

Foreign currency 

Rate of exchange of 
one unit of foreign 
currency equivalent 
to Indian rupees 

0) 

(2) 

(3) 

1 . 

Austrian Schilling 

2.96 

2. 

Australian Dollar 

23.08 

3. 

Canadian Dollar 

23.20 

4. 

Denish Kroner 

5.36 

5. 

Deutsche Mark 

20.42 

6. 

Deutch Guilder 

18.67 

7. 

French Franc 

6.11 

8. 

Hong Kong Dollar 

4.05 

9. 

Malaysian Dollar 

12.28 

10. 

Norwegian Kroner 

4.81 

11. 

Pound Sterling 

51.15 

12. 

Swedish Kronor 

4.42 

13. 

Swiss Franc 

25.06 

14 

U.S. Dollar 

31.27 

15 

Singapore Dollar 

21.27 


SCHEDULE-11 


SI 

Foreign currency 

Rate of exchange of 

No 


100 units of foreign 



currency equivalent 



to Indian rupees 

(1) 

(2) 

(3) 

1 

Belgian Francs 

101.46 

2 

Italian Lire 

2.04 

3 

Japanese Yen 

32.22 



[F No 468/9/94-Cus.V] 


ANIL S. BEDI, Under Secy. 

Printed by the Manacer, Govt, of India Press, Ring Road, Maya Puri, New Delhi-110C64 


and Published by the Controller of Publications, 

Delhi-110054, 1994 




